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Beflexions on a virulent Sermon preachd at Exeter, on the 
Vindication of thof2 now calld Whigs and Diffinters, from 


31 of January lof, wkd a 
, 
baving any Hand in the Murder 


of King Charles the L. witeb is likewife unjuftly charg d upon the whole Nation by the High- 


flyers. 





From GSaturtay, February 5. to 





y 





Fre’s a Letter from E-veter, Mailer, 
BO with 30th of Fanxary Entertain- 
ment for you. ; 

Obf. What's that, Roger? Uhope ‘tis nothing of 
a Calves-head, for £ never lik’d that fort of Treat. 

Country-m. Vis fomething of that Nature, Matter, 
and inftead of a Kitchen, was cook’d at a Church 
in thet City: Bvt tince you don’t like the Head, 
you fhall have fome of the Brains. 

Obf. Come, dith ‘em up then, Roger. 

Country-m. “Tis thus, Maftcr, On Monday the 
aift of Feuuary, one Mr. A- - --, a Perfon vury 
wel known for his virrilent Temper, made a Ser- 
mon, which from Top to Voe, was an tnvedctive 


Couniry-m. 


wae hs. Le 
CUzdnestap, February 9. FOG. 
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Time be expird ; and fo much the more, that out 


| Legiflature, in order to prevent fuich fatal Divuti- 


ons as thofe which occafiom’d that unnatural War, 
have thought fit to tolerate Diffenters, and never 
Hintended they thould be the Object of Railing ai 
Slander, nor to have the Mob fet upon them by 
Invectives trom the Pulpit or Prefs; but ‘us tho'e 
Mens Bufinefs to foment Divifions, to make Way 
again for Popery and Slavery, as they did former- 
ly. “Tis very well known, that the Presbyterians 
in England, Scotland, and /reland, did univerially 
oppofe the Tryal and Murther of that Piince ; and 
they being much the greatelt Number of thefe who 
fare call’d Diftcnters, “tis unjuft to charge it upon 





acain# DOifencers, He confidently aflurted, as the | Diflenters in grofs. Every Body knows, tht it 
Loner toys, § That the Diffenters bad murther’d | was an Anarehical Crew of no fix’d Denominatt- 
“snore Verfons, than all.the Heathens and Papifts | on, who pufh’d on that Tryal and Murther ; end 
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it they could ; that they deierv'd 


* deid. 
Chf{. Tiat looks more like the Brains of a rave- 
yng Wolf. than of a Calf, Roger: Butif fuch 
Creaturce will itp themfelves of thar Shepherds- 
Cloat: ing, wo can help it. 

Cory we Wolves indeed, Ithink, Mafter. The 
Le tev adds, That many of his Hearers laugh’d all 
the ** ‘ue that he rav’d thus at the Diffenters ; and 
afice Serpion was over, a diffenting Minifter being 
thers co hear it, about 200 of the Mob, having their 
Hie; Churc!: Blood rais’d by this virulent Decla- 
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tocihcr > thet they were moft barbarous and |t!¢ very Army that broke up the Tarliament, pro- 


t 


ody that the, weuld kill the Queen, as they ; tectcd the Murtherers at the Tryal, and fought un- 


der ther Conduct againft the Kingdom of Sect!end, 


‘ > . | ee ~* > 
to be bu yt alive ; nay, fays he, I had almoft | who raisd an Army to refcue the King, and quell’d 
raid. t' cy deferve to be damn’d before they are | all thofe who appeard fer him in Fng’and, did af- 


terwards conti: ue in King Clarles the II's Pay, and 
molt of ’em conform’d to the Church : and if we 
confider, that ofall the benehe’d Clergy in Eng'and, 
not above 20c0 were Non-conformitis afier the Re- 
floration, it will be found, that four times as ma- 
ny Church-Clerzgy-Men, as DiiTenting-Clergy of 
jall Denominations, comply’d with the Courles of 
‘thofe Times. But Men of fuch hot Hoods as that 
Exerer-Pricit, are too much troubld with Fumes, 
to have Reom for clear Thougits. Paton and 
Malice are Enemics to Confidcration. 








mation. mnfuited the Gentleman, and follow’d him | = Cewntry-m. Vi is cettuinly to, Mafter, othirwife 
in the Sircets as he went Home, fhouting at him! this Orlando Fr icf of a Prief!, would not have 
in a barb.rcus auanner. Ifaid what he did. Every Rody knows, thar the 

Obf. A pretty Way to convert Diffenters indeed, | Diflenters are fo far from bang Encuies to the 
Roger, and an excellent Specimen of high-Aying | Queen, thai they univarfally fUl in with the Reve- 
Charity. We may fee what fuch Wolves would lution, whic! fettl’d the Succeffon upon ber, when 
do, were not their Tecth {truck cut by the Tolera- | High-Church oppes’d it, wore for a Regency to fe- 
tion-A¢i, the Moderation of ber Miajefty, and of | cure the late King’s Tit'e, and that of his pretend- 
our Revolution-Bifhops. Thefe are fome of the ed Son, and prayd, that hor father imeglht have 
bleed Efecis of the uncharitable Principles fpread ber Neck to tread on: The Difenters uviver- 
by the R:tearfer, and his tontivee Brethren, thro’ ‘fally jouv’d im the Aflociation to maintain her Ti- 
the Nation. Thisis much of the fame Nature with tic, when High-Churcl wos tor bringing back the 
the Mobs we have had an Account of in the Worth late Kingz, with the Pretender, to execute her Ma- 
of Scorland : So that the Infection {preads from jelty, and the ‘ate rince George of Denmark, as 
Cornwall to Caithnefs. ‘Rebels ; and bad agr.ed to levy Troops of high- 

Country-m, But don’t you wonder, Mafter, that a flying Prictis to hollow the Rebellion. “Tis alfa 
Man fhould have the Impudence to utter fuch well enough known, thet the Diftenters did uni- 
Things any where, but much more from a Pulpit, verfilly abler the Afaihn tion-Plot, to cut off 
whence we ought to have nothing deliver'd, but | King Wiliax and Queen Avery, which would have 
the Oracles of God ? Jinvolv d hor Majefiy in the fame Fate, when high- 

Ob. Such Men as thofe never fet God before ’em. Hying Prictis did alfolve the Affatiins at the Gal- 
Roger ; they ferve nother Matter, and his Work lows, without any Proof of Repentance for t'eir 
they wil do. Vhe Father of Lies infpires bis Chil- | Crimes. Nor can it be deny’d, that the Prosby te- 
dren with }lichood, Bitternefs, and Malice, and | rians in Scot/and did publickly dcclare for her Ma- 
teaches them to ircak in his own Dialeét. Tam | jefty, when high-flying Priefts there encourag’d the 


as much cosintt the berbarous and illegal Treat- | Frenc/ King and the Pretender to invade the Coun- 
ment Kone Céarles the 1. met with, as any High- ; try, and dethrone her Majely ; of which thicy 


fiver of Gn: il but think the Anniverfary appoint- | are {till big, with Expectation. | 

ed to be kept on that Account, ought not tobe} Olf, We have {peut too much Time, Roger, on 

turn’! to a Madding-day. The Aét of Oblivion | fuch a malicions Tiumpeter ot Rebellion, were it 

iho Geis the TEs Reign, forbad all fuch Re- | not to thew the Spint oi the Faction, whote relt- 
vec, and che Equiiy of it continues, tho’ the | Jefs Paffions and arbitrary Principles make them tly 
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“athe Face of the Laws both of God and. ~ | 
Moderation is exprefsly enjomn’d in besatnig » rie 
and has been again and again —— | y - 
Majelty from the Throne : But thee ¥ * bi 
{olv'd to have eee: to ag it, and wi 
ye a Chriltian Ve 7 
et ee I mult bez your Patience to Py a it~ 
tle more upon this Subject, Matter 5 for - not 
{o much (tartld at what the hot-headed J riclt a ove 
mention’d faid, as at the Exprcfhions of ohers on | 
that Day, who have had the Reputation ol being 
moderate Men, and yet could not forbear thetr 
Reflexions upon the Revolution, as a painful, ex- 
pentive, and 1 know not what Sort of Cure, Is | 
this thar Gratitude to thew God, and the Great | 
Infrument in his Hand, hing William of glorious | 
| 
| 





oe Sioske wk vaaw bade 
Memory, who, by the jornt Adarcis oF om lL orus 
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and Commons, was ownd to have refcud the 


i . a Rae aae: i a | 
Church of England from Popery It would teem | 
we have People among us, who have paiss tor | 
moderate Church-men, that think the Cure wofte ; 

— rT. ee he . 
than the Difcafe, and would rather have run the 
Risk of Popay aid Slavery, than have had their 
nonfenfical Commentaries upon Paffive-Obedience 
contiadicted. 


olf. am afraid there’s too much Truth in it, | 


Roger, and that, as Dr. Lasers juttly obferv’d im 
his Sermon on the Anniverfary of the Zrifh Rebel- 
lion and Maflacre, thofe Principls are again co- 
mig in Fafhion. Ireland boalis of her having no 


poyfonous Infects, but we have found by Experi- | 


cuice, they have poyfonous Priefts and Lay-mew, 
who do all they can to ifeet the Vitals of our 
Conftitution, beth in Church aud State ; witneds 
their Rebearfals, ther Dedwells, their Higgins s, thew 
Raplo Addrefles, and ther Yredagh Men, Co I 
think it the Concern of our Government ot to let 
fuch poyfonous Incendiarcs foment Diviftonus a- 
mong us, and reprefent thofe of Great Sritain and 
Ireland as tnemies to her Majcfly ;_ with whote 
Loyalty fhe has been gracioutly pleas’d to declare 
herfelf fatisfy'd, as ail the World has Reafon to be, 
fince they have, on ali Cccations, ventur'd their 
Lives and Fortuncs for her Majefty’s Title ; and 
{ince 1t can't be controverted, that the Mclivcrance 
of Ireland from the late King Fames, with his French 
and Jrifh Cut-throats, was chicly owing to them, 
Country-m. Cartainly you are in the Right, Ma- 


of Opinion, that the /rnch King and the Preten- 
that her Majcfiy, as my Lord Haverfbam faid, may 
ment fuch Divifiens, and infult her Laws in Great 


ferd to actin this Manner, 

Obf, Let thoie Men declaim in God’s Name, Ro- 
2er, againft the Murder of King Ceres, and the 
barbarous Regicide:, as much as they pleafe; but I 
think there’s no }icaton they fhould be allow’d to 
yun down our Contlitution ; of which they are ve- 
ry uncapable Judges. IT am particularly {canda- 
liz'd at their makiwg that a national Sin, which 
the Nation, by their*Reprefentatives, opposd, till 
they were broke up by Military Force in a tyranni- 
cal Manner, as 1s ownd by 12 Car, 2. Cos 30. 
when they had voted, 7é.¢ King Charles the 1.’s Con- 
coffions were 4 Grownd of Peace, and were accordingly 
treating with him; therefore, fince contrary to the ve- 
ry Letter of that Act, which takes Notice, T/at the 
fanatick Rage of 4 few Adifcreants, whowere as far from 
being true Prosejfants, as from being true Subjeéts, fands 
imputed by our llverjaries to tke whole Nation, they 
will necds charge the Nation with it, to me its 
plain, that thofe who do fo, are, in the Senfe of 
that Act, the Nation's Enemies. , 

Coxntry-m. In my Country Opinion, Matter, they 
might as well charge any Man with being guilty 
of urthering himtclf and his Fanaily, in Cafe his 





writing down Parliaments, by pofl 
der have too much Encourazement for it; and | 


‘fhops, Abbe and Williams, 
Pritain and dreland, pats unpunith’d, and be fuf- | 





Geyvants, into Whofe Hands fe put Arms for the 
Def.nce of them againft high-way-men or Foufe- 
breakers, fhou!d, contrary to thar Duty, and the 
Truft seposd in then, make Ufe of tho1e Arms to 
murder him and his Family, in order to poffefs 
themielves of his Money and Gocds., 

OL. Why, traly, Reger, Tthink your Compari- 
fon not cmifs, {ince that Act does plainly fay, 
‘ That a Party of wietched Men, (meaning Crome 
© well and. others) that were entrutied with Com- 
‘mand in the Parliament's Army, threw down all 
the Bulwarks and Fences of Law; fubverted the 
very Bang and Conttitution of Parhament; fe- 


i 


ducd Part of the Army, and kept the ret! in Subs 
jection, tll by thete, and other more olious 
Arts and Devices, they vrengihen’d than ‘clves 
both m Power and F.ction; ter: d upon the Ping 
aud the Fiouteof Commons; teclided and impri- 
fon fome Membzrs, fore’d cut others ; and ihere 
being lert but a dmall Remnant of their own Crea- 
turcs, not a tenth Part of the whole fought to 
ihelter thenfe'ves under the Name of a Pailia- 
ment, Now, Aoger, tis being plain Matter of 
Fact, as appears by the Hiftory of thofe Times, and 
aflerted bythe Authority of a High-Church Par- 
lament, 1f thofe hot-headed Priefts had the leat 
Spark of Truth or Modcity, they would not charge 
that upon the Nation, which they could not | elp, 


» 
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no more than you or [ could do, if our Survants 


fhould furprize and ue us Hand and Foot, sad 
murder our Wives and Children before our hyis 3 
and fince teat Par'tament charges the execrable 
Murder of King Charles the I. upon atew Mifcre- 
anis, Who were far mon being true Protetanis or 
truc Subjecis, 1s ii not downright Sedo, to 
charge it upon the whole Rody of Diffenters, who 
are tolerated by Law, as truc Protefants, and fen 


the Doctrine of the Church of England, tho they 


citer from her sbout Government and C.rano- 
nics 2 And when ‘tis manifelt to the World. that 


they are true Subjects, and univerfally own her 


Majelty’s Title, and declare for the Proteft int Suc- 
cefon, as being both good in Law, without co- 
vering themfeives, as anany of thofe Priefls do, an- 
der the knavith Dillinetion of {wearing to her on- 
ly as Queen de faéh, while they look upon the 
Pretender to be King de Fare. But if they wilt 


{till charge the Nation with the Guilt of that 
fter : And whatever Arts fome People may ufe to | 
Jefen our Apprehentions of another Tnvafion, Tam _ 


Murder, it were cafy to prove, that their own Fa~ 
ction had the largeft Share in it, by preaching and 


vn q ficfling the King 
with an Opinion, that he might levy Money with- 


‘out them; that the Subjects ought to pay it on 
be in Hazard of being dethrond, if thofe, who fo- | 


Pain of Damnation, by reprefenting the Arch-bi- 


and other moderate 
Church-men, with alithe Puritans, as Traytors and 
Rebels ; by treating the Parliament it felf'as fuch : 
and by perfwading the King to enter the Houte of 
Commons, whilit arnd Men flood without in the 
Lobby, to have faz’d fuch Members as {poke for the 
Conftitution ; which, toevery Man that is for pre- 
ferving our Government by King or Queen, Lords 
and Commons, mutt needs makethat Faction, who 
are branded by our Parliament as Men of arbitra- 
ry Principles and reftlefs Pafions, to be raging fa- 
natical Mifcreants, perhaps and fcarce of a low- 
er Size, than thofe who murder’d King Carles the I. 


towards which they laid fo deep a Foundation. 
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Advertifements. 
HEP The Scourge of Venus ani Mercury, revrefenrec in 
a ‘Treatife of che Vencreal Difeale s together with en Av- 
pendix in anfwer to Mr. Join Marren’s Refliexions thereup- 
on. by J.Sinrelser, Practitioner in Phyfick. Price of rhe 
Appendix aione bornd 6d, together 3s.dd. Sold by R.Gof- 
ling ar the Mitre in Fleet-ftreet, W. Carter at the Green Dra- 
el }’ec re. ° Pe «3 )} ; ‘ ee. ; 1 I> 7 
gon in Se. Pani s Church-y are, J. Phillips at the black Pull 
in Cornlill, H. Ribotiesu at the Crown near Cecil-ftresc in 
the Strand, B. Picard at tl ¢ 3 Bibles in the Minories, }. 
Harding in St. Martins-line near Ll one-acre, J. Morpheiw 
near Stationers*hell, and by the Auther ar his Dwellinc- 
r . 1 \o3) > 33 y ’ “< 
houfe Clate the Duke of Leeds’s) im high Helb« My, OVer a- 
gainit little Turn-itile. , 
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